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TYPE 511 -AD OSCILLOSCOPE 




The Tektronix Type 51 1 -AD Cathode Ray Oscil- 
loscope offers the desirable combination of the fol- 
lowing characteristics; 5 ep$ — 10 me, bandwidth; 
.1 p sec/cm — ,01 sec/cm sweeps; trigger sensi- 
tivity, pulses as short as .05 psec duration and as 
low as ,5v amplitude; vertical deflection sensitivity 
from * 25 v/cm to 200 v/cm; voltage calibrator 
from 0 to 100 v in 3 ranges; *25/.isec* delay net- 
work which can be switched in or out of the vertical 
amplifier at will. This instrument is extremely val- 
uable for use in the video testing field, where ex- 
cellent transient response, wide bandpass, and high 
sweep speeds are mandatory. Weight 50 lbs. 
Price: Type 5 11 -AD $845.00; Type 5 II -A (without 
delay network) $795,00. 




TYPE 512 OSCILLOSCOPE 

The Tektronix Type 512 Oscilloscope features: 
balanced, direct-coupled, push-pull amplifiers with 
sensitivity ranging from 5 mv/cm to 50 v/cm; band- 
width from DC to 2 me; sweep range from 3 ju sec/ 
cm to .3 sec/ cm; differential input to amplifiers; 
1 kc square wave voltage calibrator from 0 to 50 v 
in 9 ranges, 2% full scale accuracy; sweeps of 
1,0 sec/cm and 3,0 sec/cm available on order. 
With its high stability, sensitivity, and accurate cal- 
ibration of timing and amplitude, the Type 512 has 
gained exceptional and immediate acceptance in 
the fields of biophysical and geophysical research, 
as well as being an indispensable circuit develop- 
ment tool in the hands of the electronic engineer. 
Weight, 53 lbs. Price $950.00. 




TYPE 121 PRE- AMPLIFIER 

The Tektronix Type 121 Pre-Amplifier was de- 
signed primarily to augment the vertical amplifier 
of the Type 51 1 -A oscilloscope, providing an over- 
all sensitivity of 2.5 mv/cm, while preserving the 
bandpass and transient response. May be used with 
other oscilloscopes or wide band equipment. 

Voltage gain, 100; input imp., 1 meg, 20 ^f; 
output, — 1 v, 93 ohms,- band pass, 5 cps, 12 me; 
front panel supply socket, 6.3 v DC, 20-120 v DC; 
portable; self-contained power supply. 1 ] l/ 2 " high, 
6" wide, 153//' deep. Weight 1 8 lbs. Price $265.0o! 




TYPE 122 PRE- AMPLIFIER 

The Tektronix Type 122 Pre-Amplifier has been 
designed as an accessory to the Type 512 Oscillo- 
scope, for use in the biophysical, geophysical and 
other fields requiring additional sensitivity in the 
J/mifed pass-band of 1 /6cps-40 kc. At maximum 
gain, a 5ju.v signal will produce a I cm deflection 
on the oscilloscope. Use of the differential input 
gives a rejection ratio of 90 db for unwanted sig- 
nals, A maximum of 20 v (peak-to-peak) is avail- 
able at the cathode follower output. Multiposition 
switches permit separate control of both ends of 
the pass band. Battery operated for minimum noise 
level. Price $85,00. 




5” Cathode Ray Tubes * Dtrec 
gered or recurrent sweeps * S 

* Positive or negative internal ai 
gate available on front panel • 

* Individually adjusted for optii 
image contrast under high ambient 
all aluminum construction — fow u 

TYPE 517 OSCILLOSCOPE 

The Tektronix Type 5 1 7 is a wide band hie 
age cathode ray oscilloscope designed pr 
for the observation and photography of ve 
transients. It consists of two units, indicate 
power supply, mounted on a scope-mobile to 
up a convenient, mobile instrument. Features rr 

High writing rate, obtained by 24 kv accelerating 
fentlol on a metallized PI I CRT. 

Eleven accurately calibrated sweep rates from .0 
jriec /cm* 

Sweep triggered by observed signals of 2 mm or 
amplitude. 

Signal delay to permit observation of front of pul: 
Distributed vertical amplifier with .0 07 pec rii 
*1 v/cm sensitivity. 

Cathode follower input probe with capacity otter 
Pulse type amplitude calibrator with 6 range*. A 
± 2 %, 

All supply voltages to indicator (Including 24 I 
heaters) electronically regulated. 

Trigger rote generator; variable from 15 to 15,000 
Panel switch to reduce accelerating potential to 
giving twice above sensitivities and sweep rates. 
Standard accessories; Scope-mobile, cathode ft 
probe and attenuators, 170 ohm attenuator, V 
hood. , 

Weight 175 lbs. Price $3500.00. 

TYPE 112 AMPLIFIER 

The Tektronix Type 
112 DC Amplifier was 
developed to be used 
with Tektronix or other 
oscilloscopes. 

Same amplifier as 
in Type 51 2; self-con- 
tained regulated sup- 
ply ; 1 kc calibrator; 

trigger output; marker 
input; output voltages, 

1 50v high imp.,- 75v, 8000 ohm load; av. out- 
put level, 1 50v and gnd. Weight 32 lbs., 
15%" high, 7" wide, 22 } / 4 " deep. Price 
$495.00. 




Afl Tektronix instruments are fully guarantee i 
year. Should replacement parts be required, whet 
net pricer, they wilt be shipped from the factory, * 
within the continental ^nited States and Canada. 

Prices shown ore / 



ICE IN INSTRUMEN 





aep speeds accurate to 5% or better 
externa/ triggering • Sweep and 
'/ DC voltages electronically regulated 
im transient response * Excellent 
jht conditions • Electrically welded 
ght. 



rolt- 

irily 

fast 




ugoifnr defective matarrcdj ond workman ship for one 
r ot no charge under warranty terms or at established 
air transportation upon request, prepaid to any point 



TYPE 51 3-D OSCILLOSCOPE 

The Tektronix Type 51 3-D Oscilloscope has the 
following features: high writing rate CRT with regu- 
lated accelerating potential of 1 2 kv [~H0 kv and 
— 2 kv); distributed type vertical amplifier, DC to 
20 me; maximum deflection sensitivity of 30 mv/ 
cm; trigger rate generator with 5 fixed pulse rate 
frequencies of .2 ke, , 5 kc, 1 kc, 2 kc and 5 kc; a 
1 kc square wave voltage calibrator from 0 to 
50 v in 6 ranges, 2% full scale accuracy; other 
specifications similar to those of Type 51 1 -A. This 
instrument is extremely useful in random pulse 
work where high writing rate is essentia). Weight 
70 lbs. Price, Type 51 3-D, $1650.00. Type 513 
(without delay network) $1600.00. 
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TYPE 514-D OSCILLOSCOPE 

The Tektronix Type 514-D Oscilloscope offers 
the high frequency range of the Type 51 1 -A with 
the additional advantages of direct-coupled vertical 
amplifier. Specifications: band-pass DC to 1 0 me at 
-3 v/ cm, and 5 eps to 10 me at .03 v/cm; A /Asec/ 
cm to .01 sec/cm sweep range; square wave volt- 
age calibrator variable from 0 to 50 v in 6 ranges, 
2% full scale accuracy; undistorted deflection of 4 
cm (—2 cm); accelerating potential of 3 kv [+ 1 .5 
kv and — 1.5 kv); other specifications similar to 
those of Type 511-A, The Type 514-D admirably 
meets the requirements of those who do not need 
the higher writing rate of the Type 51 3-D, but re- 
quire its direct-coupling and high sensitivity. Weight 
62 lbs. Price; Type 514-D $950.00; Type 514 
(without delay network) $900.00. 




TYPE 104 A SO. WAVE GENERATOR 

The Tektronix Type 1 04-A Is a low cost genera- 
tor of precisian square waves with four fixed fre- 
quencies in the ranges most used to test wide band 
amplifiers and oscilloscopes. Its use in conjunction 
with any of the above oscilloscopes permits the 
transient response of an amplifier to be readily 
observed. Controls are provided enabling use of 
LF output as voltage calibrator, 5 mv to 50 v in 9 
ranges, 2% full scale accuracy. 

Frequencies: LF 50 cps, l kc; HF 100 kc, 1 me; 
rise time, IF 3 p, sec; HF .02 ^sec; amplitude, LF 
0-50 v ; HF 0-5 v output load, LF 0-20 k; HF 0-93 
ohms; portable. Weight 18 lbs. Price $195.00. 




TYPE 105 SO. WAVE GENERATOR 

The Tektronix Type 1 05 Square Wave Generator 
is an extremely versatile precision instrument for 
checking transient response and bandwidth (25 cps 
20 me) of amplifiers, filters, attenuators, etc. Regu- 
lated DC supply, direct reading frequency meter, 
small size, and other features all combine to make 
this instrument a necessity for any well equipped 
laboratory. 

Frequency: 25 cps to 1 me variable; nsetime, 
.02 ^set if load is 93 ohms or less; amplitude, 1 00v 
maximum; 1 5v across 93 ohms; accuracy of fre- 
quency meter, 3% of full scale; sync voltages, out- 
put 5v; input 3v— 50v. Weight 35 lbs. Price $395. 




b. Portland, Oregon 






OuR CONTINUINGfCREED 

^ 7 T i£j ll fi . T lyA 

is that of serving Tektronix customers with 
products and policies that are unexcelled in 
the electronics industry and limited only by 
the current state of the art. 



For Detailed Specifications 



Please Contact Nearest Representative or Tektronix, Inc . 



ALBUQUERQUE, NEW MEXICO 

3 0? $3. Washington St, L. £. French 

Neely Enterprises 

Phone 5-B73S Hubert Vineyard 



CHICAGO IS. ILLINOIS 

Everett Associates Jim Everett 

6/A4 No, Co 1 1 to mid Avo. Rupert Noble 

AMb^iuitfor 2-3702 Dare Frvpn 



CLEVELAND, OHIO 
The Sotullo Co. 

1 125 Fidelity Bids. Howard Measley 

DETROIT 14, MICHIGAN 
The Sofullo Co. 

7635 E. Jefferson Anthony R. Sotvlto 

EXPORT DEPARTMENT 
P, O. Bo* 33 1 
Portland 7, Oregon 

Coble, TEKTRONIX W, K. Dallas 



FORT MYERS, FLORIDA 

Arthur Lynch & Associates 
P.O. Box 466 




NEW YORK BRANCH OFFICE 
Tektronix, Inc. 

19 Rector St., Rm, 1 304 




Fort Myers 5-6762 
HIGH POINT, NORTH CAROLINA 


Arthur H. Lynch 
John BiVifts 


New York City 6 r N. Y, 
WHitehall 4-2094 


Jock Cassidy 
Ed fl cruder 


Bivins 4 Caldwell 


Dave Caldwell 


PORTLAND 14, OREGON 




807 Security Bank Bldg* 


C, M, Smith, Jr. 


Hawthorne Electronics 
700 S. E. Hawthorne Blvd. 


Glenn McDowell 


HOLLYWOOD 46, CALIFORNIA 
Neely Enterprises 


N, 8, Neely 


VErmont 5585 


Jack Stevenson 


7422 Melrose Avenue 


R, L. Morgan 


SACRAMENTO, CALIFORNIA 




WHitney 1147 
HOUSTON 1, TEXAS 


Jack 0‘HaIloron 


307 Ochsner Bldg. 
Gilbert 3 7461 


Rudy Poacher 


M. T , Klicpera Co* 
P.O, Box 3113 




SAN FRANCISCO 3, CALIFORNIA 
Neely Enterprises 


JAckson 2-B459 

KANSAS CITY 5, MISSOURI 
Everett Associates 
411 West 74th Terrace 


Mil Klicpera 


2030 Geary Blvd. 
WAlnul 1-3960 

TULSA, OKLAHOMA 
M. F t Klicpera Co. 


Jack Ingersoll 
Den Keitell 


DEImor 7976 


Eugene Shapiro 


P.O ( Bos 1012 


A* R. Loomis 
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SUNSET HIGHWAY AND BARNES ROAD - P. O. BOX 831 - PORTLAND 7, OREGON, U. S. A. 

PHONE: ATwater 6357 CABLES: TEKTRONIX 
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All previous catalog material and prices hereby superseded. 



